CHATTANOOGA* TENN. 


THE CHICKAMAUGA DAM 
is located on the Tennessee River a few miles 
above the city of Chattanooaa, Tenn. Closure 
of this dam was effected and storage of water 
begun on January 15, 1940. Initial installation 
of generating equipment consists of three 
27,000 KW units. The dam is 129 feet high and 
5,794 feet long, with a reservoir area of about 
37,200 acres extending 59 miles upstream to 
Watts Bar Dam. 
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Chickamauga Dam, Chattanooga, Tenn. 









